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G-TT 
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SERVICE NOTES 



First Edition 



Stabilizer 

(22573201 




-Peg 

(22283341! 



Neck 

■(21223116) 



Hum Bucking Pickup’ 
(22383614) 



Divided Pickup- 
(22383613) 



11 ^ 






Bridge Saddle- 
(22133331) 






Pot. 

EVH-2RA310B54 

(13219386) 

Knob 

(22473334) 






-Switch 

FTE-43B 

(13169604) 



-Pot. 

EWJ2HA358253 

(13239105) 

Knob 

(22475373) 

■Pot. 

EWJ2HA358173 

(13239106) 

Knob 

(22473334) 

-Pot. 

EVH2RA310D55 

(13219387) 

■Pot. 

EWJ2HA358B54 

(13239104) 




Trimmer Bay Cap 
(22333309) 



Connector 

2324M 

(13439605) 

Jack 
SG-7713 
(13449104) 



Back Panel 
(22213490) 



PARTS LIST 



PICKUP 



22383613 

22383614 

TAILPIECE UNIT 


Divicfed 

Humbucking 






22563196 


Tailpiece ASSY 






22353350 


Base 






22133331 


Saddle 






PCB ASSY 








7922504000 


Preamp Board (pcb 2292323001) 




POTENTIOMETER 








13219386 


EVH2RA310B54 


50KB 


Cutoff, Edit, LFO 


13219387 


EVH2RA310D55 


500KD 


Guitar Tone 


13239104 


EWJ2HA358B54 


50KB X 2 


Balance 


13239105 


EWJ2HA358253 


50KB+250KB 


Master Volume 


13239106 


EWJ2HA358173 


500KBH 


Pickup Balance 


13299189 


RHE0AS30SA 


4.7KB 


Trimmer 


1C 








15189136 


M5218L 






15199104T1 


TC40llBP 






DIODE 








15019103 


lS-2473 






SWITCH 








13169604 


FTE-43B 






CONNECTOR, JACK 






13439605 


SLC-1204-2324M 


24P 




13449104 


SG-7713 






KNOB 








22475373 






clear 


22473334 






black 


HEAD 








22283341 


Peg 






22133530 


String Guide 






BODY 








21223114 






PEARL WHITE 


21223115 






RED 


21223116 






BLACK 


NECK 








21223116 








STABILIZER 








22573201 








MISCELLANEOUS 








22523538 


Neck Plate 






22163325 


Neck Plate Spacer 






22213490 


Back Panel 






22333309 


Trimmer Bay Gap 






22283317 


Strap Pin 






22910167 


Flexible PCB N-167 







(^Roland 
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ADJUSTMENT 

1. NECK 

This adjustment must be carried out with the string 
tension and height set for the actual playing condi- 
tions. Accordingly, the Para. 2 String Height and 
Para. 3 Octave need be before and after this adjust- 
ment. 

1-1. With the 1st and 21st frets simultaneously pressed, 
measure the distance between the top of the 8th 
fret and the bottom of each of the 1st and 4th 
strings. 

If the distance is not within a range of 0.5 to 0.8 
mm (0.02 to 0.03 inch), proceed with the follow- 
ing. 

See Fig. 1. 

CONVEX. . . .Rotate the rod adjuster nut 
clockwise. 

CONCAVE. . .Rotate the rod adjuster nut 
counterclockwise. 



2. STRING HEIGHT 

2-1 . See Fig. 3. Loosen the screws A on the tailpiece. 

2-2. Measure the distance between each open string and 
the top of the 12th fret. 

If a measurement deviates from the value in Fig. 4, 
rotate the associated screw B and adjust the 
bridge saddle height. 

2-3. Except when not proceeding to the Para. 3 Octave, 
restore the screw A. 



Fig.1 




3. OCTAVE (INTONATION) 

3-1 . Loosen the screws A on the tailpiece. 

3-2. (Use a tuning instrument as desired.) 

Tune all strings (open string). 

3-3. Play any string on the 12th fret and measure its 
pitch. The pitch must be exactly one octave higher 
than that of open string. As necessary, move the 
bridge saddle as follows; 

Higher pitch . . . .Rotate the screw C clockwise 
to move the saddle away 
from the neck. 

Lower pitch . . . .Rotate the screw C counter- 
clockwise to move the saddle 
toward the neck. 

3-4. Repeat steps 3-2 and 3-3 until the open string and 
the 12th fret are on correct pitch. 

3-5. Adjust the remaining strings in the same proce- 
dure. 

3-6. Tighten the screws A. 



Fig.2 




4. HUMBUCKING PICKUP 

4- 1. See Fig. 3. Turn the screws D to adjust the dis- 

tance between the humbucking pickup and the 
string as follows: 

Pickup on the neck side 4mm (0.1575 inch) 
Pickup on the bridge side 2mm (0.0787 inch) 

5. DIVIDED PICKUP HEIGHT 
(REFER TO FIG. 3.) 

5- 1. Place the attached filler gauge F on the divided 

pickup. 

Adjust the 1st string side screw E to an extent that 
the 1st string lightly touches the filler gauge when 
the string is pressed at the 21st fret. 

Clearance about 1mm (0.04 inch) 

Repeat the same procedure for the 4th string side. 

6. DIVIDED PICKUP 

Note; Before this adjustment, be sure to complete the 
preceding adjustments. 

6- 1 . Connect G77 to G R-77B and amplifier. 

6-2. Push TUNE on the GR77B panel. The TUNE 
indicator will flicker. 

6-3. Press NUMBER PEDAL "2", and the display will 
change to "PU-L". The GR-77 is ready for generat- 
ing the test tone upon playing any string on the 
guitar controller. 

6-4. Fingering on the 5th fret, play a string, softly then 
hard: The test tone may step between Q] and [5] 
in pitch as shown in Fig. 5 in the direction A on a 
strum and B on a flip. 



Fig.3 Fig.4 
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2. 
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3. 


0 mm 


4th string 


0. 
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6-5. Adjust each string in the following procedure. 

(1 ) Play a string powerfully (fortissimo *). 

When the string allows the test tone to stay at 
pitch 3] vvith intermittent jump to [5], no adjust- 
ment is needed. 

When the string causes the test tone to step 
between [T] and 3], or [5], proceed the following. 

(2) During adjustment in step (3) below, rotate the 
corresponding trimmer (VROl - VR04) on the 
G-77 in either of the following directions. 

. Clockwise Pitch is in a range of 

n] to 31 ■ 

. Counterclockwise Pitch is on [5]. 

(3) Play a string fortissimo several time on the 5th 
fret. Rotate the trimmer in a direction stated in 
(2). Repeat the steps until pitch is at 31 shifts [5] 
intermittently. 

* This is not a powerful picking intended for test pur- 
pose but the one often encountered in common 
performance. 



Fig.5 



Hard picking 









Soft picking 




[T] Test tone is one octave higher than of the open string. 

[2] Test tone is the 3rd higher than that of |T] 

[3] Test tone is the 5th higher than that of Q] 

3] Test tone is an octave higher than that of [T] 

[5] Test tone vibrates. 
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EXPLODED VIEW 



Location 


Part 

Number 


Description 


1 


21223114 


Guitar Body (PW) 


RD115 BK116 


2 


21223307 


Neck 




3 

4 

5 

6 


22573201 


Stabilizer 




7 

8 
9 

10 








11 


22283341 


Peg 




12 




Peg Nut 




13 




Peg Washer 




14 


22133530 


String Guide 




15 




String Guide Post 




16 




Rod Adjusting Nut 




17 


22163539 


Spacer 




18 


22475373 


Knob 




19 


22473334 


Knob 




20 




Volume Sheet 


PW RED BLK 


21 


22523538 


Neck Plate 




22 


22163325 


Neck Plate Spacer 




23 


22213490 


Back Panel 




24 


22333309 


Trimmer Bay Cap 




25 




Felt Washer 




26 


22283317 


Strap Pin 




27 


22343104 


Cover 




28 


22123193 


Emblem 




29 


22333313 


Stabilizer Cap 




30 








31 


22383614 


Humbucking Pickup 




32 


22263364 


Cushion 




33 


22383613 


Divided Pickup 




34 








35 








36 








37 








38 








39 








40 


7922504000 


Preamp Board 




41 


13449104 


Jack SG-7713 




42 




Jack Nut 




43 


13439605 


Connector 2324M 




44 


22910167 


Flexible PCB N-167 




45 


22263309 


Cushion 




46 




Soldering lug B4 




47 






( 


48 








49 








50 


22563196 


Tailpiece Assembly 




51 


22353350 


Base 




52 


22133331 


Saddle 




53 




3 X 45 Chrome 


Screw Pan 


54 




3 X 12 Black 


Hex Socket Set 


55 




3x6 Black 


Hex Socket Set 


56 






Coil Spring 


57 








58 






61 — 


59 








60 








61 




3 X 20 Black 


Screw Flat 


62 




3 X 25 Nickel 


Screw Pan Head 4.5 


63 




2.6 X 10 Black 


Tapping Flat 


64 




4 X 35 Black 


Tapping Pan 


65 




4 X 45 Black 


Tapping Pan 


66 




3.5 X 25 Nickel 


Tapping Oval 


67 




3 X 15 Nickel 


Tapping Oval 


68 




4.5 X 50 Nickel 


Tapping Oval 


69 




2.4 X 10 Nickel 


Wood 


70 




3.1 X 30 Nickel 


Wood 


71 




3x6 


Screw Binding 


72 




3 X 16 Nickel 


Screw Binding 


73 




M3 NUT 




74 








75 








76 








77 








78 








79 


22133711 


Washer A 




80 


22133712 


Washer B 




81 




0.6 X 3.2 X 25 


Coll Spring 


82 




3 mm 


External Tooth Washer 


83 




3mm 


Split Lock Washer 


84 




9mm 


Internal Tooth Washer 


85 






Jack Washer 


86 






Volume Nut 


87 






Volume Washer 


88 






Switch Nut 


89 






Switch Washer 


90 










4 



